ITEM NO. 
QTY.-041 
PART NUMBER 
DESCRIPTION 
Price 
Supplier 
Alternate 
Price 
Alternate 
Supplier 


Alternate p/n 
(if applicable) 


1 
1 
13AT66 
GOV RPM SWITCH (REF) 
354 Bell 
120‐071‐1 


2 
1 
205-001-124-1 
BOX ASSEMBLY, SWITCH (REF) 


3 
1 
205-001-125-1 
COVER (REF) 


4 
3 
AN525-8R5 
SCREW (REF) 


5 
3 
NAS1197-8 
WASHER (REF) 


6 
1 
D4411-1 
PLACARD (ENG IDLE) 


7 
1 
D4413-13 
PLACARD (LONGLINE ARM) 


8 
1 
D4413-15 
PLACARD (LONGLINE RELEASE) 


9 
1 
1411CU 
ENCLOSURE (HAMMOND) 
4.78 Mouser 


10 
1 
2PB744T 
ENG START SWITCH 
343.2 Bell 
387 Bell 
120‐116‐1 


11 
1 
C100E2-39 
ENG IDLE SWITCH 
112.35 Bell 


12 
6 
CCR264SS3 
RIVET 


13 
3 
MS21069-06 
ANCHOR NUT 


14 
3 
MS21073-06 
ANCHOR NUT 


15 
1 
MS24523-21 
LONGLINE ARM SWITCH 
57 Bell 


16 
1 
MS25224-1 
SWITCH GUARD 
36.8 Bell 


17 
1 
MS25089-1CR 
LONGLINE RELEASE SWITCH 
10.25 Otto 


18 
4 
MS27039-0804 
SCREW 


19 
4 
MS27039-0805 
SCREW 


1 
204-001-273-001 
TRIGGER 
326 Bell 


1 
MS3126E14-19P 
PLUG 
55.99 Digikey 


1 
MS3121E14-19S 
SOCKET 
66.22 Digikey 


17 
M39029/31-240 
PIN 
1.24 Digikey 


17 
M39029/32-259 
SOCKET 
1.8 Digikey 


TOTAL 
1015.63 


